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thing but ideal; their cleansing is difficult to accomplish properly ; drainage
is often non-existent, and lighting and ventilation are in direct contradiction
to accepted hygienic principles. Yet, in many instances, the farmer wonders
why it is impossible to maintain a healthy herd in buildings of the type
illustrated. Figs. 5 and 6 show that the day of the dark, ill-ventilated,
insanitary cowshed has not yet vanished. Any person with an elementary

knowledge of infection and contagion will realise at once that the health
of the animal^ must suffer in such an environment. It is in .such premises
that the animals are often herded together for a large portion of the year,
breathing a foetid atmosphere, eating with other animals from a joint
manger, and drinking from a common trough. Under such conditions it
would be impossible to expect human beings to escape infection from
tuberculosis and other diseases. Is it therefore to be wondered that animals
infect each other -jvhen housed in this way, and that diseases are so